ETag: "42496d381480b3ad2e81b4d2fbb719a5"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 44200
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Honorable John E. Jones, III
x-archive-meta-case-cause: 42:2000e  Job Discrimination (Employment)
x-archive-meta-case-name: Guerriero v. Lock Haven University of Pennsylvania et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: pamd
x-archive-meta-date-case-filed: 2003-03-24
x-archive-meta-date-case-terminated: 2006-08-18
x-archive-meta-docket-num: 4:03-cv-00508
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 442 Civil Rights: Jobs
x-archive-meta-pacer-case-num: 48280
x-archive-queue-derive: 0
x-varnish: 1458069791
x-upload-date: 2011-03-13T21:36:22.000Z
